Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


LIMITED OFFICIAL USE 

PAGE 01 TEL AV 07499 261419Z 

21 

ACTION NEA-10 

INFO OCT-01 ISO-00 CIAE-00 DODE-00 PM-04 H-02 INR-07 L-03 

NSAE-00 NSC-05 PA-01 PRS-01 SP-02 SS-15 USIA-06 OMB-01 

AID-05 10-10 SAM-01 SAB-01 SSM-03 /078 W 

040611 

R 261401Z NOV 75 
FM AMEMBASSY TEL AVIV 
TO SECSTATE WASHDC 9136 
INFO AMEMBASSY AMMAN 
AMEMBASSY CAIRO 
AMEMBASSY DAMASCUS 


LIMITED OFFICIAL USE TEL AVIV 7499 

E.O. 11652: N/A 

TAGS: PFOR EG IS 

SUBJECT: SINAI INSTALLATIONS 

REE: CAIRO 11948 

1 . IN MEETING WITH EVRON NOVEMBER 26 I ASKED ABOUT CAIRO PRESS 
REPORTS OE DESTRUCTION OR REMOVAL OF SINAI INSTALLATIONS FROM RAS 
SUDR BY DEPARTING ISRAELIS (REFTEL). HE RESPONDED AT ONCE, SAYING 
THAT THEY HAD NOTED THESE "MOST LIBELOUS" STORIES AND WONDERED WHY 
THE EGYPTIANS WERE CIRCULATING THEM. THE INSTALLATIONS, HE 
MAINTAINED, HAD BEEN HANDED OVER "IN PERFECT ORDER." 

2. EVRON SAID THESE PRESS REPORTS WERE ONLY THE LATEST OF A SERIES 
OF DISQUIETING SIGNS FROM CAIRO WHICH ARE CAUSING CONCERN HERE. 
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